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CONFIDENTIAL STATE 026626 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW. RO 

SUBJECT: GERMAN TRANSISTORS AND INTEGRATED CIRCUITS TO 
ROMANIA - IL 1545/64 

REF: COCOM DOC (75)2062 

NO OBJECTION EXCEPT FOR SN 52101 AL CIRCUITS TO WHICH 
USDEL SHOULD OBJECT. US HAS DENIED SN 52101 AL CIRCUITS 
IN ASSOCIATED US CASE SINCE IN US VIEW IC'S USED IN 
NUMERICAL CONTROLS OF MACHINE TOOLS NEED ONLY A NORMAL 
TEMPERATURE RANGE. SUCH CONTROL APPARATUS IS NORMALLY 
KEPT IN SPECIALLY TEMPERATURE CONTROLLED ROOMS SIMILAR 
TO THOSE IN WHICH COMPUTERS ARE INSTALLED. TO KNOWLEDGE 
OF US AUTHORITIES NO US COMPANY USES SUCH IC'S IN 
MACHINE TOOL NUMERICAL CONTROLS. IN ADDITION SN 52101 
AL IC'S REPRESENT A STRATEGIC RISK NOT ONLY BECAUSE OF 
MILITARY TEMPERATURE RANGE BUT ALSO BECAUSE OF THEIR 
METAL HERMETICALLY SEALED PACKAGE. INGERSOLL 
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